AMENDMENT NO. 1 NOVEMBER 2021 
TO 
IS 408 : 2020 GREASE NO. 0, GRAPHITED — 
SPECIFICATION 


(Page 2, clause 3.4, line 5) — Substitute ‘manufacture’ for ‘delivery’ 


(Page 2, Table 1, SI No. (v), Col. 2) — Substitute ‘75 + 1?C" for ‘7°C? 


(Page 2, Table 1, SI No. (vi), Col. 2) — Substitute ‘25 + 0.5?C^ for '25*C^ 


(Page 3, Annex B, clause B-1.1, line 2) — Substitute *75 + 1°C’ for *75?C^ 


(PCD 25) 
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